This report is required by iaw (7 USC 2143). Faiiure to report acxxtrding to the reguiations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional Information. 


UNITSD STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
74-R-0003 


CUSTOMER NO. 
1512 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 05794)036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SOUTHWEST FOUNDATION FOR BIOMEDICAL 

RESEARCH 

P. O. BOX 760549 

SAN ANTONIO, TX 78245-0549 


3. REPORTING FACILfTY (List all locations where animals were housed or used In actual research, tasting, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If necessary.) 


FACILITY LOCATIONSfs^es. 


SOUTHWEST FOUND. FOR BIOMED. RESEARCH 
SAN ANTONIO, TX 78227 


SOUTHWEST FOUND. FOR BIOMED. RESEARCH 
SAN ANTONIO. TX 78254 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, tesdng, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of paln- 
relleving dnjgs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such dugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

0 + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing dnrgs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A aummary of all the exceptions Is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary Includes a brief explanab'on of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legatiy Responsibie Institutionai official) 

I certify that the above is true, correct, and compiete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

■ 1 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/18/2005 







































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
74-R-0008 


CUSTOMER NO. 
1519 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and AdO^ss, as registered with USDA, 
Include Code) 

SCOTT & WHITE MEM HOSP 
2401 SOUTH 31 ST STREET 
TEMPLE. TX 76508 


3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs^es 


TEMPLE. TX 76508 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets necessary or use APHIS FORM 7023A ) 


B. Number of C. Number of 

animals being animals upon 

Animals Covered bred, which teaching. 

By The Animal conditioned, or research. 

Welfare Regulations held for use in experiments, or 

teaching, testing, tests were 

experiments, conducted 

research, or involving no 

surgery but not pain, distress, or 

yet us^ for such use of pain- 

purposes. relieving drugs. 


D. Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquitiang drugs were 
used. 


E. Number of animals upon vmich teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which foe use of appropriate 
anesthetlc.analgesic, or tranquilizlng drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment and use of animals, Including appropriate use of anesthetic, analgesic, and tranquilizlng drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the prevision of adequate veterinary care and to oversee toe adequacy of other 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, arui compiete (7 U.S.C. Section 2143) 

1 SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/04/2005 



(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 
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ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an oro'er to cease and desist and to be subject to penalties as provided for in Section 21f 

See attached form for 
additional information. j ^ 

interagency Report Control No.: 

^ ojr 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 74-R-0020 

CUSTOMER NUMBER: \ 453 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

University Of Houston 

Animal Care Operations 


(TYPE OR PRINT) 

Rm 10 Science & Research 2 Bldg 
Houston, TX 77204 



Telephone: (713) -743-9199 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary } 


UH Central Animal Facility facility locations ( Sites ) - see Aiached Listing UH Optometry Animal Facility 

UH Clearlake Animal Fa cilit y UH Pharmacy Animal F acility 

I REPORT OF ANIMALS USED BY OR UNDEr'cONTROl'^ RESEARcTfACILITY ( Attach additionalTheets if necessarvn‘useTpHisFormTo23AT'**~~ 


A. 

Animals Covered 

By The Animat 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and reasc 

such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

- D - 

^ <D ' 

~ o - 

-O' 

- o — 

5. Cats 

^0 - 

'O' 

' 0 - 

- o — 

- o - 

6. Guinea Pigs 

- 0~ 

-O " 

1- 

— o ~ 


7. Hamsters 

4= 

56 

—0 • " 

-O'- 

56 

8. Rabbits 

— d:) — 



— o ' 

S2- 

9. Non-human Primates' 

65 

-c - 

6 6 


46 

10. Sheep 

-O ' 

— O ' 


-o — 

' o ~ 

11. Pigs 

- O ~ 


-O ' 

-o - 

— CD — 

12. ether Farm Animals, 

- ^ 

-tO - 

-<D-- 

- c> ~ 

-O' 







13. ether Animals 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to. during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to pain^l procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal Investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in^ 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinaty care and to oversee the adequacy of other aspects of animal care and use. 





CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 





FiCIAL 1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Type or Print ) 

DATE SIGNED 

-05 



APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88). which is obsolete.) 



















FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR LINDER CONTROL OF RESEARCH FACILITY t Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Chickens 


13. Other Animals 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
sui^ery. or tests were 
conducted involving 
accompanying pain or 
distress to ^ animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizng doigs were 
used. 


E. Number of animals upon wNch teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repol 



TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 





0 




0 




0 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rase 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) Thrs facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apF 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in. 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATIUN BY HEADUUARTERS RESEARCH FACILI I Y UFI-iClAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


( AUG 91 ) 


is obsolete.) 





















s report is required by law (7 USC 2143). Failure to report according to the regulations can 
.jsult in an order to cease and desist and to be subject to penalties as provided for in Section 21f 

See attached form for 
additional information. 

/\ i (y :> 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 74_R-0028 

CUSTOMER NUMBER: 1413 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Baylor Research Institute 

Bioscience Center 

3434 Live Oak 

Dallas. TX 75204 



Telephone: (214) -820-2687 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D . Number of animals upon 
which e)^riments. 
teaching, resear^, 
surgery, or tests were 
conducted involving 
accompar^ying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted invoMng 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repoci 

F. 

TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 

4. Dogs 





(^ 

5. Cats 





rO 

6. Guinea Pigs 





n 

7. Hamsters 


1 



o 

8. Rabbits 





n 

9, Non-human Primates 






10. Sheep 





o 

11. Pigs 





o 

12. Other Farm Animals 





n 







13. Other Animals 





n 




















ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animats, including apprc^riate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report, in addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN 


APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 




NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 



NOV 2 4 2005 



















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional inf(»ination. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
74-R-0029 


CUSTOMER NO. 
1453 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 05790036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
Include Zip Cade) 

UNIVERSITY OF TEXAS AT AUSTIN 

OFFICE OF THE ASSOC. VICE PRES. FOR RESEARCH 

P.O. BOX 7426 

AUSTIN, TX 78713 


3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or heid for these purposes. Attach additional 
sheets If necessary.) 


FACILITY LOCATIONSfs/ies 


ANIMAL RESOURCE CENTER 
AUSTIN, TX 78712 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


. Number of 
animais upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranguilizing drugs wera 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetlc,analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation Of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the InstltuUonal Animal Care and Use Committee (lACUC). A aummary of all the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as vrell as the species and number of animals Reeled. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/28/2005 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 












































APHIS Form 7023 Additional Reported Sites 

The following additional sites have been reported by the focility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 74-R-0029 

Customer Number: 1453 

Facility: UNIVERSITY OF TEXAS AT AUSTIN 

OFFICE OF THE ASSOC. VICE PRES. FOR RESEARCH 
P.O. BOX 7426 
AUSTIN, TX 78713 


J.T. Patterson Laboratories Building 
26th Street and Speedway 
Austin, TX 78713 


This report is required by law (7 DSC 2143). Failure to report according to the regulations can See rev 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. addition 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 74-R-0031 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional Information. 


ON NO. CUSTOMER NO. 

1515 


interagency Report Control No 
0180-DOA>AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as r 
include Zip Code) 

WILLIAM MARSH RICE UNIVERSITY 
P.O. BOX 1892 - MS 16 
HOUSTON, TX 77251-1892 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual resear^. testing, teaching, or experimentabon. or held for these purposes. Attadi additional 
sheets if necessary.) 


FACILITY LOCATIONS^s/fes 


WILLIAM MARSH RICE UNIVERSITY 
HOUSTON, TX 77005-1892 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addittonaf sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
sui^ery, cff tests were 
conducted Ins^ving 
accompanying pain or 
distress to the animals 
and for whidi appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surg^ or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cots. C + 

D + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and followng actual research, teaching, testing, surgery, or experimentation were followed by diis research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the prevision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


DATE SIGNED 

10/10/2005 


PART 1 - HEADQUARTERS 
































This report Is required bylaw (7 USC 2143). Failure to report according to the regulations can 
result II I an ordei lo cease and desist and to be subject to penalties as provided for In Section 21f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for /t 
additional information. / / ■“" 


1. CERTIFICATE NUMBER; 74-R-0032 
CUSTOMER NUMBER; 1511 


Interagency Report Control No.: 




FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Southern Methodist Univ 
P. 0. Box 750376 
Dallas, TX 75275 


Telephone: (214) -768-3620 


3. REPORTING FACILITY ( List ali locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Ktes ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessatv or use APHIS Form 7023A ) 



5. Cats 

6. Guinea Pigs 

7. Hamsters 


8. Rabbits 


9. Non-human Primates 

10. Sheep 


11. Pigs 

12. Other Farm Animals 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o* 
pain-relieving 
drugs. 


D. Number of animals upon 
which experim^ts, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain (x 
distress to the anlmais an 
for which apprc^riate 
anesthetic, analgesic, 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1) Professionally acceptable standards governing the care, treatment, and use of animals, Including a(:^>mpnate use of anestetic, analgesic, and tranquilizing drugs. pricM- to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facilKy. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annuai report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


APnio rur\M /uzo 
( AUG 91 ) 


(t\ep(aces vs ruKwi tuui bb;. wnich is obsolete.) 












This report is required by iaw (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for In Section 2150. additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE i 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 74.R-0033 1449 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Namo and Address, as registered with USDA, 
inctude Zip Code) 

UNIVERSITY OF NORTH TEXAS 

VICE PRESIDENT FOR RESEARCH TECHNOLOGY 

TRANSFER 

P.O. BOX 305250 

DENTON. TX 76203 


3. REPORTING FACILfTY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held fOr these purposes. Attach additional 
sheets If necessary.) 


FACILITY LOCATtONSfsAss 


SITE1 

DENTON. TX 76203-0979 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addithnai sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of paln- 
rellevinq dmgs. 


, Number of animals upon 
which experlmants. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing dmgs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing dmgs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatmenL and use of animals, Including appropriate use of anesthetic, analgesic, and tranquilizing dmgs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were follor^ by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinadan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/15/2005 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 






























This report Is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
74-R-0035 


CUSTOMER NO. 

1448 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

WELLMARK INTERNATIONAL 
12200 DENTON DR 
DALLAS, TX 75234 


3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach addibonal 
sheets if necessary.) 


FACILITY LOCATIONSMes 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of pain- 
relieving dru 


D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing dmgs ware 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A euminaiy of all the exceptlona Is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanatior of the exceptions, as well es the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certKy that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/08/2005 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 • HEADQUARTERS 



























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21f 


See attached form for 
additional information. 




Interagency Report Control No.: i^r,' 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 74_R-0037 

CUSTOMER NUMBER: 1478 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

(October 1 , 2004 - September 30, 2005) 

Texas Heart Institute 

P.O. Box 20345 

Houston, TX 77225 

Telephone: ( 332 ) 355-3792 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets If necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


{ REPORT OF ANIMALS USEDBY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023 aT 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use c 
pain-relieving 
drugs. 

D. Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted invoisring 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4 . Dogs 



41 


41 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



3 


3 

9. Non-human Primates 






10. Sheep 

5 


40 


40 

11. Pigs 

2 


71 


71 

12. Other Farm Animals 






Calves 

6 


51 


51 

13. Other Animals 

























ASSURANCE STATEMENTS 


1 } Professionally acceptable standards governing the care, treatment, and use of animals, including apprx>piiate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3} This facility Is adhering to the standards and regulations under the Act, and it has required that exceptions to ^e standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC^approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
^ ( Chief Executive Officer or Legally Responsible Institutional Official ) 

i ICIAL 

ICIAL (Type or Print) 

DATE SIGNED 

/l-zics 


APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 

( AUG 91 ) 


NOV 2 8 2005 



fesjil in an ordor to cease and desist and to be subject to penalties as provided for in Section 21f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


additicMial information. 




1. CERTIFICATE NUMBER: 74-R-0039 
CUSTOMER NUMBER: 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


Texas A & M University System H.S.C. 

Baylor College Of Dentistry 
3302 Gaston Ave 

Office Of The Assoc. Dean For Rsrch & Advanced Ed. 
Delias, TX 75246 


m 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, tesUng, or experimenlalion, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Alached Usting 


UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A 1 


A. B. Number of animal 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 


6. Guinea Pigs 


7. Hamsters 

8. Rabbits 


9. Non-human Primates 

10. Sheep 

11. Pigs 

12. Other Farm Animals 


B. Number of animat 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 


C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

Da Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted InvoMng 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, ar^algesic. or 
tranquilizing drugs were 
used. 

Ea Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

0 

11 


11 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during and following actual rese: 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary ini 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision o( adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIU7Y OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME S TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88). which is obsolete.) 


dec - 5 2005 











This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2i; 


See attached form for 
additional information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 74-R-0040 

CUSTOMER NUMBER: 1482 

FORM APPROVED 

0MB NO. 0579-0036 


Texas Womans Univ 


ANNUAL REPORT OF RESEARCH FACILITY 

Research & Sponsored Programs 


( TYPE OR PRINT ) 

P.O. Box 425619 


October 1, 2004 - September 30, 2005 

Denton, TX 76204 



Telephone: (940) -898-3375 



3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experimente, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which apprc^riate 
anesthetic, analge^, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

None 

None 

None 

None 

None 

5. Cats 

II 

II 

It 

II 

11 

6. Guinea Pigs 

11 

It 

It 

It 

11 

7. Hamsters 

II 

It 

II 

ft 

11 

8. Rabbits 

ft 

M 

II 

It 

11 

9. Non-human Primates 

M 

II 


M 

11 

10. Sheep 

11 

M 

II 

II 

II 

11. Pigs 

II 

If 

II 

II 

" 

12. Other Farm Animals 

11 

II 

11 

11 

n 







13. Other Animals 

II 

II 

II 

II 

II 




















I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap; 
institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in^ 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


Si 

FICIAL ■ ( Type or Print ) 

DATE SIGNED 





AF 

(AUG 91 ) 
































I ni5 report is requirea Dy law (/ UbO 2143). Failure to report according to the regulations can see attached form for Interagency Report Control No.: 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21f additional information. ^ , / 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 74_R-0044 

CUSTOMER NUMBER: 1414 

i.i " 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Bethyl Laboratories Inc. 

P. 0. Box 850 

Montgomery, TX 77356 




T elephone: (936) -597-61 1 1 



j 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. 

Attach additional sheets if necessary ) ‘ jj 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS 

USED BY OR UNDER CONTROL OF RESEARCH FACILITY 1 Attach additional sheets if necessarv or use APHIS Form 7023A ) \ 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-reiieving 
drugs. 

D . Number of animals upon 
whid) experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompan^ng pain or 
distress to the animals an * 
for which apprc^riate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repori 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 
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5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 
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11. Pigs 






12. Other Farm Animals 
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13. Other Animals 
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1 ASSURANCE STATEMENTS 

1 


1 ) FYofessionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY' OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 

( AUG 91 ) 


OCT 1 Q 200! 








This report is required by law(7 USC 2143). Failure to report according to the regulations can bee attached form tor » Interagency Report Control Na: ^ 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21J additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PlJ^NT HEALTH INSPECTION SERVICE 

"" " ' 

1 . CERTIFICATE NUMBER: 74-R-0046 

CUSTOMER NUMBER: 1501 

FORM APPROVED 

0MB NO. 0579-0036 . 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Texas Christian University 

T C U Box 297024 

Fort Worth, TX 76129 

tpr ... 


Telephone: (817) -257-7104 


3. REPORTING FACILITY ( List all tocations where animals were housed or used in actual research, testing, or experimwtation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


^^EPO^^^F^NIMAL^^SE^^^^^^NDCR'cONTRQir^F^iESEARC^^Aciu^^"Attaul^d^liartal^heet^^lece^^ar^^^js^APHI^ForrT^023AT 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for suc^ 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animals upcm 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress In these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 
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5. Cats 
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6. Guinea Pigs 
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7. Hamsters 
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8. Rabbits 
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1 2. Other Farm Animals 
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1 3. Other Animals 
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I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions lo the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


hlAMF TITI P HP r. F n OR INJ.«::TtTI ITJnMAI OFFir.lAl f Tytna rsr Prini \ • HATE SIGNED 

_71h 

Dsolete.) 




SEP 3 0 2005 


/ 



This report Is required by law (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side for 
additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
74-R-0048 


CUSTOMER NO. 
1514 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

TEXAS STATE UNIVERSITY - SAN MARCOS 
601 UNIVERSITY DRIVE 
JCK 489 

SAN MARCOS, TX 78666 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If necessa 


FACILITY LOCATtONS(S«es 


TEXAS STATE UNIVERSITY - SAN MARCOS 
SAN MARCOS, TX 78666 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHtS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
rellevlne drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduded involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing dmgs iwere 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretatioh of the teaching, research, 
experiments, surgery, or tests. (An expianadon of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

0 + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatmenL and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act. and It has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and compiete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


DATE SIGNED 

11/21/2005 


PART 1 - HEADQUARTERS 















































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as pro\ided for In Section 2150. 


See reverse side for 
addiUonal information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
74-R-0048 


CUSTOMER NO. 
1514 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA, 
Include Zip Code) 

TEXAS STATE UNIVERSITY - SAN MARCOS 
601 UNIVERSITY DRIVE 
JCK 489 

SAN MARCOS, TX 78666 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 


Animals Covered 
By The Animal 
Welfare Regulations 


teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 


tests were 
conducted 
involving no 
pain, distress, or 
use of paln- 
relievlng drugs. 


0. Number of animals upon 
which expehments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
expehments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of approphate 
anesthetic,analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expehments, surgery, or tests. (An explanation of 
the procedures producing pain or distress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including approphate use of anesthetic, analgesic, and tranquilizing drugs, phor to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followad by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals ^ected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the atrave Is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/21/2005 
































This report is required by law (7 USC 2143). Failure to report according to the regulations can 

be subject to penalties as provided for in Section 21 ; 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information/ 


1. CERTIFICATE NUMBER: 74.R.0(^^ 
CUSTOMER NUMBER: 1481 


InteragenCT Report Control No.: 

/ V'^/yo s 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Texas Tech University H S C 
3601 4th St 
Lubbock, TX 79430 


Telephone: (806) -743-2565 




3. REPORTING FACILITY ( List all locations where animals warehoused or used in actual research, testing, or expertmentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


9. Non-human Primates 

10. Sheep 

11. Pigs 

12. Other Farm Animals 


13. Other Animals 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 



C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accomp^ri;^ng pain or 
distress to uie animals an 
for which apprc^riate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted Involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or Interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repon 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptio:s!rwrs me speLs^^^^^^^^^^ ^ an'els aSd 'ACUC-approved exceptions, thil summary fn^ 

4) The attending veterinarian for this research facility has appropriate authority to ensure the prowsion of adequate vetertnary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATIONBYHEADQUARTERslRESEARciTwclLr^OFFlclA^""”'"””"""”"”” 

( Chief Executive Officer or Legally Responsible Institutional Official ) 


OCT .1 









FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 



I 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual rese.- 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary ini 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFIOIAl ( Tvhr nr Print ) 


DATE SIGNED 























FACILITY LOCATIONS ( Sites ) - See Atached Listing 


[ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FAClLj-H^ i Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y6 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain n 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 
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IjkSSURANCE^jMTEMENre 


1 ) Professionady acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to tiie standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary ini 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


r’ 




DATE gIGNED 

AP 


which is obsolete.) 




[ AUU> » I ) 


NOV 3 0 2005 























This report is required by law (7 USC 2143). Failure to report according to the ragulationa can 


See reverse side for 


Interagency Report Control fto 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

t. REGISTRATION NO. CUSTOMER NO. 

74-R-0060 1505 

FORM APPROVED 

OMBNO. 0670 003a 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Heme and Address, as registered wSn USDA, 
include Zip Code) 

CHRISTUS ST. JOSEPH HOSPITAL 

SURGICAL TRAINING CENTER 

1800 ST JOSEPH PKWY 

HOUSTON. TX 77003^ , v rv,- , ,, o. 


3. REFORTING FACILITY (List all locaOons where animals were housed or used In actual researcA, tasting, teaching, or axpanmentsiion, or held for these purposes. Attach addiuonai 
sheets if necessary.) 


FACILITY LOCATUNSCatea; 





October 1, 2004 through September ^005 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attech Additional shaeta fnecaaaary or uaa APHIS FORM 7023A ) 


C. Number of D. Numbarof animals upon 

animals upon whldi experiments, 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

condiUonad, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


which leaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of pain- 
ralisving drugs. 


leaching, research, 
surgery, or tests ware 
conducted Involving 
accompenylng pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranqullbdng drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and lor which the use of appropriate 
anssthelic,analgesic, or tranqulllaing dnjgs would 
have adversely affectad the procedures, results, or 
Interpretation of the teaching, research, 
experimanta, surgery, or teats. (An explanation ol 
the procedures producing pain or dialresa in those 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cola. C * 
0«E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care. trealmenL and use of animals. Including appropriate use of anesthetic, analgesic, and tranquillzing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimantetlon were followed by this research facility. 

2) Each principal Investigator has considered altematives to painful procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regUatlona be specilied and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A eummary of all the axeeptiona la attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedas and number of animals affected. 

4 ) The attending vaierinsiian for this research facility has appropriate authority to ensure the provision of adequate vetarinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Reeponelble Institutional official) 

I certify that the above Is true, correct, end complete (7 U.S.C. Section 2143) 


rsR VL INAME& TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or PrfnO 





i (Oct 88). which 


.2/10/04 

PART 1 - HEADQUARTERS 


DEC 2 7 






















This report is I’equired by law (7 USC 2143). Failure to report according to the regulations can 
result .h an order to cease and desist and to be subject to penalties as provided for in Section 21{ 


See attached form for 
additional information. 


xO Interagency Report. Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

/ 

1. CERTIFICATE NUMBER: 74-R-0065 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

0MB NO. 0579-0036 


CUSTOMER NUMBER: 1476 



University Of Texas 


ANNUAL REPORT OF RESEARCH FACILITY 

M.D. Anderson Cancer Center 


( TYPE OR PRINT ) 

1515 Holcombe Blvd 

Houston, TX 77030 

COPY FOR YOUR 


Telephone; (713) -792-2780 

INFORMATION 

|3. REPORTING FACILITY ( list all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) I 




FACILITY LOCATIONS ( Sites ) - See Atached Listing 


^^EPO^^O^ANIMAL^^SE^j^^RJJNDE^^ONTRQ^O^^E$EARCH^ACtlTrYirAttaci^dditiona^heetel^Tec^^ar7oMJs^APHi^TonTW023XT 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-reiievirtg 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, researdi, 
surgery, or tests were 
conducted invotving, 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

2 


32 


32 

5. Cats 






6. Guinea Pigs 

26 


8 


8 

7. Hamsters 


i 




S Rabbits 

49 

24 

250 


274 

9. Non-human Primates 

932 

118 

56 


174 

10. Sheep 

63 

49 



49 

11. Pigs 



64 


64 

12. ether Farm Animals 






Cattle 

1 





13. ether Animals 






Horse 


1 



1 














I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appr(^riate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions fs attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in- 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and l 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


AP 


DATE SIGNED 


T 88), which is obsolete.) 


NOV 1 4 2*5 

y 





FACILITY LOCATIONS ( Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

B. Number of animal 


being bred, 
conditioned, or 

Animals Covered 

held for use in 

By The Animal 

teaching, testing, 

Welfare Regulations 

experiments, 
research, or 
surgery but not y€ 
used for such 


purposes. 

4. Dogs 


5. Cats 

o 


C. Number of 

D . Number of animals upon 

E. Number of animals upon which teaching, experiments. 

F. 

animals upon 

which experiments, 

research, surgery or tests were conducted involving 


which teaching, 

teaching, research, 

accompanying pain or distress to the animals and for 

TOTAL NUMBER 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

OF ANIMALS 

experiments, or 

conducted involwng 

drugs would have adversely affected the procedures, res 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 

( COLUMNS 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 

involving no pain, 

for which apprc^riate 

producing pain or distress in these animals and the reasc 

C+D+E) 

distress, or use O' 

pain-relieving 

drugs. 

anesthetic, analgesic, or 
tranquifizing drugs were 
used. 

such drugs were not used must be attached to this repoh 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in^ 
brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


APHIS FORM 
( AUG 91 ) 


.....w.. .o wwSolete.) 


- 4 2005 I 















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for tP Interagency Report Control No.: 

additional information. I ( ” ^ 


FORM APPROVED 
0MB NO. 0579-0036 



ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


University Of Texas 
At Permian Basin 
4901 E University Blvd 
Odessa, TX 79762 


Telephone: (432) -552-2020 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual researdt, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

i 

i 

B . Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

4. Dogs 


5. Cats 


C. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 





13. Other Animals 



C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals u;^ 

ViThich experiments, 
teaching, research, 
surgery, or tests v^re 
conducted invc^ving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or t'ranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 




Q 




0 




0 




0 




0 




1 





0 














ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to ttiis annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 
























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 SO. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
74-R-0068 


See reverse side for 
additional information. 


ON NO. CUSTOMER NO. 

1454 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF TEXAS 
P. 0. BOX 20036 
HOUSTON, TX 77225 


3. REPORTING FACILITY (List all locations wliere animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessa 


UNIVERSITY OF TEXAS 
HOUSTON. TX 77030 


UNIVERSITY OF TEXAS 
HUNTSVILLE, TX 77342 


FACILITY LOCAT 


(b)(6), (b)(7)(c) /THEUNIVOFTX 
HOUSTON, TX 77030 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACtUTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animais Covered 
By The Aninal 
Welfare Regulations 


B. Number of 
animais being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invdving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for whidi appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animais and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by ^is research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A sumnwry of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaily Responsibie Institutionai officiai) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/30/2005 



(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 








































Annual Report of Registrant 74-R0068 
lACUC APPROVED EXCEPTION 

Rabbits - ' 180 offspring during this reporting period 

lACUC has approved the use of a leaf of hay rather than a nest box for rabbit 
offspring less than one month of age. The sides of the cage and the flooring 
protect offspring from getting entrapped or falling through the cage sides or floor. 
By eliminating a hard sided nest box, there are fewer incidents of offspring 
getting trapped and squeezed between the cage walls and the next box. The 
hay provides a safe haven for the offspring in breeding cages of this design. 









DEC - 1 2005 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


- / V 

See attached form for 
additional information. 




1. CERTIFICATE NUMBER: 

74-R-0069 

CUSTOMER NUMBER: 

1473 


Interagency Report Control No.; 


FORM APPROVED 
0MB NO. 0579.0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


University Of Texas 
At El Paso 

500 W University Ave 
El Paso, TX 79968 


Telephone: (915) -747-7939 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


B. Number of animal I C. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


being bred, 
condition^, or 
held f(^ use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted tnvoivtng 
accompanyir^ pain or 
distress to the animals an 
for which appropriate 
anesthetic, arxaigesic, or 
tranquillzing drugs were 
used. 


E. Number of animals upon which teaching, experiments. F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such dmgs were not used must be attached to this repori 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquillzing drugs, prior to, during, and following actual reser 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME « TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 
1 /^ 22 -^^ 


iww. ws./, which is obsolete.) 


NOV 2 8 2005 



















This report is required by law (7 USC 2143). Failure to r^ort according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Secton 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 74-R-0070 1 474 


Interagency Report Control No 
0180-DOA<AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Addass, as registered with USDA, 
inctude Zip Code) 

UNIVERSITY OF TEXAS AT SAN ANTONIO 

6900 NW LOOP 1 604 W 

SAN ANTONIO, TX 78249-0662 


3. REPORTING FACILITY (List all locations wtiere animals vrare housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If necessa 


FACILITY L0CATI0NS(s«B8 


UNIVERSITY OF TEXAS AT SAN ANTONIO 
SAN ANTONIO, TX 78249-0662 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 


B. Number of C. Number of 

animals being animals upon 

bred. which teaching, 

conditioned, or research, 

held for use in experiments, or 


Animals Covered 
By The Animal 
Welfare Regulations 


teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


tests were 
conducted 
Involving no 
pain, distress, or 
use of paln- 
rellevlna drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetlc,analgeslc, or tranquilizing dmgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
muM be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cola. C + 

D + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing doigs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were fallowed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATE SIGNED 



11/02/2005 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), virhich is obsolete 


PART 1 - HEADQIiM«RTERS 























This report is required by law (7 USC 2143). Failure lo report according to me regulations can 
result in an order to cease and desist and to be subject to penaities as provided for in Section 21f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


additional information. 


1 . CERTIFICATE NUMBER; 74.R-0075 
CUSTOMER NUMBER: 1452 



ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


The University Of Texas At Arlington 
Office Of Research 
Box 19188 
Arlington, TX 76019 

Telephone: (817) -272-3723 




3. REPORTING FACILITY ( List ail locations where animais were housed or used in actual research, testing, or experimentation, or heid for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023A I 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


Number of animals up^ 
which experiments, 
teaching, reseat, 
surgery, or tests were 
conducted involving 
accompan^ng pain or 
distress to the animais an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animais and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repori 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C+D+E) 


4. Dogs 


6. Guinea Pigs 


7. Hamsters 



ASSURANCE STATEMENTS 


1 ) Professionally auceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilixing drugs, prior to, during, and following actual rase, 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

31 This facilitv is adhenno to the standards and regulations under the Act. and it has required that exceptions lo the standards and regulations be specified and explained by the principal investigator and apt 
’ rsHu' onaVLimaTcarrand Use Co— (lACUC), A summary of all such exceptions is attached to this annual report. In addition ,o identifying the lACUC-approved exceptions, this summary in^ 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Type or Print ) 



APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 


- 4 W05 









This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21f 


I- 


See attached form for 
ad|Mi§MtfQfprm ati on . 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CEi^FICATE NUMBER: 74-R-0078 

CUSTOMER NUMBER: ']477 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

University Of Texas 

Health Science Center At Tyler - Vivarium 

( TYPE OR PRINT ) 

11937 U S Hwy 271 

Tyler, TX 75708 



Telephone: (903) -877-7785 

■ 4^1'* 

1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests w^e 
conducted involving 
accompanying pain rM* 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 



5. Cats 

0 

0) 




6. Guinea Pigs 

m 

0 

<0 




7. Hamsters 

'0 

0 

0 

w 


8. Rabbits 

0 

( 


ft) 


9. Non-human Primates 



(£> 



10. Sheep 


BSHII 

'P 

(D 


11. Pigs 

l^H 



0 


12. Other Farm Animals 




'0 




! 

r 


r 


1 3. Other Animals 


0 





/ 

r 


r 















I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animats affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 



( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIG 


NtAii4P a TiTi c r* c n no imctiti iTinwAi ( Typ6 or Print ) 

DATE SIGNED 




9/29/05 


APH solete.) 


^ rtUO » I ) 











This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order lo cease and desist and to be subject to penalties as provided for in Section 2U 


See attached form for 
additional information. 




^ Interagency Repo^ 


^^^trol No.: 


CM^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
animal AND PLANTT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 



1. CERTIFICATE NUMBER: 74-R-0081 

CUSTOMER NUMBER: 1502 

FORM APPROVH3 

OMB NO. 0579-0036 

University Of North Texas Health Science Center 

3500 Camp Bowie Blvd 


Fort Worth, TX 76107 


Telephone: (817) -735-2017 



3. reporting facility ( Ust all locations wtiafB animals were housed or used in actual fasaarch, testing, or experimentation, or held for these purposes. Attach addllional sheets If necessary ) 


FACIUTY LOCATIONS ( Sites ) - See Atoched Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY f Attach addlBonal sheets If neceasarv or use APHIS Form 7023A \ 


A. 

Animals Coverad 

By Tha Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use In 
leaching, testing, 
experiments, 
research, or 
surgery but not yc 
used fw such 
purposes. 

C« Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no pain, 
distress, or use or 
pefn^leving 
drugs. 

D. Number of animals upon 
which axparimants, 
teaching, research, 
surgery, or tests ware 
conducted Involving 
accompanying pain or 
disbaas lo tha animals an 
for which approprialt 
anesthatlc. analgesic, or 
tranquiltring drugs ware 
used. 

E. Number of animals upon which leaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain cx distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquillz 
dnjgs would have adversely affaeled the procedures, rss 
or Inlarptalallon of tha teaching, research, experiments, 
surgery, or teats. ( An explanation of the procedures 
prodiK^g pain or distress In these animals and the reasc 
such drugs were not used must be attached to this repori 

F. 

TOTAL NUMBBR 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

9 

0 

178 


178 

5. Cats 

0 

4 

0 


4 

B. Guinea Pigs 

0 

7 

0 


7 

7 . Hamsters 

. 0 

0 

0 


0 

B. Rabbits 

6 

0 

52 


52 

9. Non-human Primates 

0 

0 

0 


0 

10. Sheep 

0 

0 

0 


0 

1. Pigs 

0 

0 

51 


51 

12. Other Farm Animals 






GOATS 

0 

0 

4 


4 

13. Other Animals 

0 

0 

0 


0 


















. '""l 


ASSURANCE STATEMENTS 


1 ) ProfessloneHy acceptable standards governing the care, treatment, and use of animals. Including appropriate use of snestellc, analgesic, and tranquilizing drugs, prior to, during, snd following actual reser 
teadiing, testing, surgery, or experimentation were fbUowed by this reseaidi fedBty. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering lo the standards and regulations under the Act, and It has required that exceptions lo the standards and regulalions be specHied and explained by the prindpal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A aummaiy of ell euch exeeptione ie attached to thla annuel report. In addlUon to identifying the lACUOapproved exceptions, (his summary in. 
brief explanation of the exceptions, as well as the spedes and number of animatt affaeled. 

4) The attending veterinarian for this research fadllty has appropriate authority to ensure the provision of adaquata valartnary care and lo oversee the adequacy of other aspects of animal care and use. 


SIGNAT 


APHIS FL 

{ AUG 91 ) 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME S TITLE OF CJE..O. OR INSTITUTIONAL OFFICIAL f Type or Print ) 


3 (OCT 88), which is obsolate.) 



NOV 


7 .)r 


V 


,/ 


This report is required by law (7 USC 2143). Failure to report according to the regulations can X -nieragency r^epon L^onuo, .xu.. 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2M ^ddoitiotaal«ffloHnatWn^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 74-R-0089 

CUSTOMER NUMBER: 479 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Texas Lutheran University 

1000 W Court St 

Seguin, TX 78155 

Telephone: (830) -372-6030 

/' ^ 

if ijf' 

/a#!" 

hat 


1 3, REPORTING FACILITY ( List all locations where animals were housed or used in adtual research, testing, or experimentation, or held for these purposes. 

Attach additional sheets if necessary ) | 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


■ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 
l IT' ■ "I ■ I ■■ I 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for vi4iich appropriate 
anesthetic, analgesic, or 
tranquKizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc . 
such drugs were not used must be attached to this repori 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 



i 



8. Rabbits 



11 


11 

9. Non-human Primates 



1 



10. Sheep 






11. Pigs 



3 


3 

12. Other Farm Animals 






GOATS 



6 


6 

13. other Animals 

























l^^ASSURANCE^SWEMENre 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research fadlity. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary ini 
brief explanation of the exceptions, as well as the species and number of animats affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 


OCT - 7 2005 


I, which is obsolete.) 


















Hu iUit 


This report is required by law (? USC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided tor in Section 2150 








Set reverse side for 
additionalinformation 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 REGISTRATION NO . 

(K- 009^ 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA 
include Zip Code) 

,\otK i TY~Kit^C^i Vi puc. 

M50 10 7^ 

9cc otj i y/fins. trv BL'/h- 

r/y (3&,-5d3-ZSj>7) 

3- REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITYLOCATIONS (Sites) 


Sf^e Ar^^AC^^£^ l-i^t 


^^^^Q^j|o^ANIMA^^USE^^Y^^^NDE^^ON^^O^O^^ESEARC^^ACtLi^^A«acha0^tioo^TheetrrtUieceBsar^o^!se'APHi^^OR^^n??^ 


A. 

Animals Covered 

By Th© Anima 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress. oi 
use of pain- 
relieving drugs. 

D. Number of animals upon 
whicn experiments, 
teachirtg, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, arvalgesic, or 
tranquilizing drugs v^re 
used 

E, Number of animals upon which teaching 
exp>eriments. research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (4n explanation of 
tha procedures producing pain or distress in those 
animals and the reasons such drugs were not used 
must be affscried to this report) 

F, 

TOTAL NO 

OF ANIMALS 

(Cols. C 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

3 


a?- 


2 . 1 - 

9. Non-human Primates 






1 0. Sheep 






11., PiQS 


19 

aia. 


^3 1 

12. Other Farm Animals 












1 3 Other Animals 











29 

\Ni4^lfE'rAiu3b 

3 0 




9 - 

(^TP.iP£A 





S¥- 


ASSURANCE STATEMENTS 


1 ) Professionallyaccoptable standards ooverning th© car©, treatment, and use of animals induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during 
and following actual research, teaching, testing, surgery, or experimentation were loilowed by this research facility 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to th© standards and regulations under the Act, and it has required that ew:eption6 to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of alt such exceptions Is attached lo this annual report. In 
addition to identifying th© lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarianfor this research facility has appropriate authority lo ensure the provision of adequate veterinary care and to oversee th© adequacy of other asoects of 

animal care and use. ^ 




1 CERTIFICATION BY HEADQl 

1 (Chief Executive Officer or 

1 {certify that the above is true 

JARTERS RESEARCH FACILITY OFFICIAL 
-egally Responsible institutional Official) 
correct, and complete (7 US.C. Section 2143). 



DATE SIGNED 

u joy 


h is obsolete 



I ik i L' liitilti [ L' I'i 


This reportis required by law (7 DSC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150 


Set reverse side tor 
additional information 


mT' 

Interagency Rep 
0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 
(TYPE OR PRINT) 


1. RE^STRATION Na FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA 
include 2ip Code) 


P.\cjL i 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Aitacn additiortal sheets H necessary or use APHIS FORM 7023A) 


Animals Covered 
By The Anima 
Welfare Regulations 


12. &/0R 13. Other 
(List by species) 


SPECIES 


B. Number of 
animals being 

bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, oi 
use of pain- 
relieving drugs. 

O. Number oi animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 

distress to the animals 
ar>d for which appropriate 
anesthetic, analgesic, or 
tranquilizirtg drugs were 
used 

E. Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in those 
animais and the reasons such drugs were not used 
must be attached to this report) 


bOQ 








































































TOTAL NO 
OF ANIMALS 


(Cois. C - 

D + E) 


ASSURANCE STATEMENTS 


1) Professionallyaccepiable standards governing the care, treatment, and use of animals inctuding appropriate use ot anesthetic, analgesic, and tranquilizing drugs, prior to, during 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Comminee (lAOUC). A summary of all such exceptions is attached lo this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 

animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 


I 


s OnQL 



I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023A 1 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B . Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involiring 
accompanying pain or 
distress to the animals an 
for which apprc^riate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animais and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repoh 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

/c5' 



O 


5. Cats 


(^r 


O 


6. Guinea Pigs 






7. Hamsters 






8. Rabbits 


i 




9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animais 



O 


'8 







13. Other Animais 

























I^ASSURANCESTATEMEI^ 


1 ) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research fadllty. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



OCT 1 3 2005 




















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21f 


See attached form for 
additional information. 


"J /T. / <^ 

InteragericyT^eport Control No.: ", 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 74-R-0101 

CUSTOMER NUMBER: ■] 440 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

Medical City Dallas Hospital 

Biomedical Research Center 


( TYPE OR PRINT ) 

7777 Forest Ln Ste C-740 

Dallas, TX 75230 



Telephone: (214) -788-6060 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

Q. Number of eriirridl 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Nuiiibei urdiHiiiub upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, artaigesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress In these animals and the reasc 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

3 

4 

0 

3 

5. Cats 

0 

0 

0 

4 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 

0 

0 

8 

0 

8 

1 2. Other Farm Animals 












1 3. Other Animals 






Mice 

0 

0 

19 

0 

19 














ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including apprc^riate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in- 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attendina veterinarian for this reaearoh farilitv ha« annrnnriate ai ithority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


N BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
itive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF 


NAME & TJTLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Tvne or Print ) 


DATE SIGNED 

11/14/Oj 


APHIS FORM 702 
(AUG 91 ) 


jolete.) 


NOV 2 1 2005 

















I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILIPt^ ( Attach additional sheets if necessary or use APHIS Form 7023M 


A. 

Animals Covered 
- By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animate upcm 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
• accompanying pain or 

distress to the animate an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animate upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such dnjgs were not used must be attached to this report i 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 


/V7^ 

O 

O 




1 ) Professionally acceptable standards governing the care, treatment, and use of antmais. including apprc^riate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap^ 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



NOV 1 8 2005 



















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in SectiCMi 21f 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 74-R-0105 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

0MB NO. 0579-0036 


CUSTOMER NUMBER: 302 



North Harris Montgomery C C (Tomball) 


ANNUAL REPORT OF RESEARCH FACILITY 

5000 Research Forest Drive 


( TYPE OR PRINT ) 

The Woodlands, TX 77381 

■" t 
r 


Telephone: (832) -813-6500 

i. 





^^^REPO^nNG^^FAClLITY^^^^Ust^lMocations^where^ar^^ 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 

A. B. Number of animal C. Number of D. Number of animals upc^ E. Number of animals upon which teaching, experiments, 

being bred, animals upon which experiments. research, surgery or tests were conducted involving 

conditioned, or which teaching. teaching, research. accompanying pain or distress to the animals and for \ 

Animals Covered held for use in research, surgery, or tests were the use of appropriate anesthetic, analgesic, or tranqui 

By The Animat teaching, testing, experiments, or conducted involving drugs would have adversely affected the procedures, n 

Welfare Regulations experiments, tests were accompanying pain or or interpretation of the teaching, research, experiments 


4. Dogs 

5. Cats 

6. Guinea Pigs 

7. Hamsters 

8. Rabbits 

9. Non-human Primates 

10. Sheep 

11. Pigs 

12. Other Farm Animals 

Goats 

13. Other Animals 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Number of animals upcxi 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain cm* 
distress to the animals an 
for which appropriate 
anesthetic, anaigeac, ex* 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

0 

0 

36 
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0 

0 

22 

0 

n 

n 
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0 

0 

0 
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n 

n 
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0 
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A 0 

g 

6 

0 

0 

0 

3 
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0 

0 

26 

0 

0 

0 

22 

0 

n 

0 

A 

0 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 


ASSURANCE STATEMENTS | 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap;: 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 

9-28-05 








This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to [penalties as provided for in Section 21! 

See attached form for 
additional information. 

Interagency Report Control No.: 

E7 

, UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1- CERTIFICATE NUMBER: 74-R-0108 

CUSTOMER NUMBER: 1 480 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Texas Tech University 

A C R C Box 42002 

Lubbock, TX 79409 





Telephone: (806) -742-1 160 




j 3. REPORTING FACILITY ( List all locations where animats were housed or used in actual research, testing, or experimentation, or held for these purposes. 

Attach additional sheets if necessary ) 

1 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessaiv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted invcMving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 


S. J 




7. Hamsters 





21 

8. Rabbits 





<r\ 

9. Non-human Primates 






10. Sheep 


\ 


! 

\ 

11. Pigs 


•z^ 



z.^ 

12. Other Farm Animals 
X-VY-iic 5 








Vo 




13. Other Animals 








cO 









(S.O 








ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including apfH^priate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exertions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the sp>ecies and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


Armor urtM /uzo 
(AUG 91 ) 


^Kepiaces vo hUKM ib- 23 (OCT 88), which is obsolete.) 


DATE SIGNED 




DEC - 1 














This repoi^ is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

respitin an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 

CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets it necessary or use this form.) 


Animals Covered 
By The Animal 
Welfare Regulations 


Interagency Report Control No 
0180-DOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

74-R^108 1480 

FORM APPROVED 

0MB NO- 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 

\ include Zip Code) 


TEXAS TECH UNIVERSITY 

P. 0. BOX 42002 


LUBBOCK, TX 79409 


(806) 742-1160 



Number of 

C. Number of 

0. Number of animals upon 

E. Number of animals upon which teaching. 

F. 

animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 

TOTAL NO. 

bred, 

which teaching, 

teaching, research. 

conducted involving accompanying pain or distress 

conditioned, or 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

held for use in 

experiments, or 

conducted involving 

anesthetic.analgesic, or tranquilizing dnjgs would 


teaching, testing, 

tests were 

accompanying pain 

have adversely affected the procedures, results, or 

(Cols. C + 

experiments, 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explenation of 


surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


purposes. 

relieving drugs. 

used. 

must be attached to this report) 






A SSURANCE STATEMENTS ^ 

Professionally acceptable standards governing the care, Irealment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

31 This facility is adhenng to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
prtnJpal invesfigawr and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions ,s attac^d to this annua report. In 
Edition to idenfifying the lACUC^approved exceptions, this summary includes a bhef explanation of the exceptions, os well as the species and number of animals affected. 

4) The attending vetennarian for this research facility has approprtate authohty to ensure the provision of adequate vetertnary care and to oversee the adequacy of other 


aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 

)FFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), whici 




PART 1 - HEADQUARTERS 


DEC - 1 2005 


























I nis report is repuiieu uy law \ i uo\^ 4 ihj;. t atiuie lu lepmi auM^ium^ lu mo io^uiukohu wum 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


additional information/™ ■' ' 


1. CERTIFICATE NUMBER; 74.R.0113 
CUSTOMER NU MBER: 1 4.04 




FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Ambion Inc 

2130 Woodward St #200 i 
Austin, TX 78744 \ 

Telephone: (512) -651-0200 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A i 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no pain, 
distress, or use a 
pain-relieving 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7; Hamsters 



D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted inw^ng 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesttietic, analgesic, or 
tranquilizing drugs were 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or Interpretation of the teaming, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repoti 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

u.ed. 





o 



o 


8. Rabbits 


9. Non-human Primates 


10, Sheep 


11, Pigs 

1 2. Other Farm Animals 






o 


o 


o 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestelic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese: 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print I 


DATE SIGNED 




MOV 3 2005 






















This report is required by law (7 USC 2143). Failure to report acoording to the regulations oan 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information! 


1. CERTIFICATE NUMBER: 

74-R-0115 

CUSTOMER NUMBER: 

1509 


Irit&aiency Report Control No.: 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Sul Ross State University 
Turner Range Animal Sci Ctrj 
P. O. BoxC^HO \ 

Alpine, TX 79832 

Telephone: (432) -837-8200 




3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets If necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A 1 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and foliowing actual rese: 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful prxxtedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animai care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I MAnc ATiTi c nc r c n no iw.QTiTMTinwAi ncFiriAi / nr Print ) 


DATE SIGNED 




:8). which is obsolete.) 


OCT 2 8 2005 



























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 215 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 

74-R-0123 

CUSTOMER NUMBER: 

1441 


Interagency Report Control No.: ^ 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Lone Star Lab Swine 
1252 W Kingsbury 
Seguin, TX 78155 

Telephone: (830) -379-3821 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experim^tation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 

7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 

11. Pigs 

12. Other Farm Animals 


being bred, 
conditioned, or 
held for use in 
teadiing, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
whic^ teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experimente. 
teaching, resear^, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats an 
for Mftich appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

9l 

14- 


iip 












i 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resa 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in- 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Tvoe or Print ) 


DATE SIGNED 


Msl 


ich is obsolete.) 


NOV 2 9 2005 














This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
iO. additional information. 


1. REGISTRATION NO. CUSTOMER NO. 

74-R-0124 1360 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 05794)036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
inciude Zip Code) 

TEXAS HEALTH RESEARCH INSTITUTE 
8200 WALNUT HILL LANE 
PIMIT DEPT. 

DALLAS, TX 75231 


3. REPORTING FACILITY (Ust all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


TEXAS HEALTH RESEARCH INSTITUTE 
DALLAS, TX 75231 


FACILITY LOCATIONSfsilss 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets f necessary or use APHiS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of paln- 
rellevinc drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgeiy, or tests. (An expianation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the AcL and It has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the excsptlont Is attached to this annual report. In 
addition to identifying the lACUC^approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


DATE SIGNED 

11/21/2005 


PART 1 - HEADQUARTERS 




























This report is required by lawv USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for In Section 21f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


i^ronacpeo »rm Toc^^ interagency Re 


Report Control No.: 


1. CERTIFICATE NUMBER: 74_R_0127 
CUSTOMER NUMBER: 1443 






FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Victoria College 
2200 East Red River 
Victoria, TX 77901 

Telephone: (361) -572-6443 






3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHIS Form 7023A ) 


B. Number of animal I C. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
researdi, or 
surgery but not ye 
used for such 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 


D. Numb^ of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain cm* 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted invoMng 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


6. Guinea Pigs 


7. Hamsters 


9. Non-human Primates 


lO.Sheep 



I 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Tvnfi nr Print ) 


DATE SIGNED 


vor\-»rMvi \o-£.o i 38), WhlCh iS ObSOletC.) 


















This repa-1 is requirotl by law (7 use 2143). Failure to report according to the regulations can See rovorso sido for Intoragency ReportC 

. result in an crdorlocoaso end desist and to be subjea to penaHies as provided for in Section 2150. additional infonnatioa OtBO-DOA-AN 

onttol No 1 

1 

UNIIhD SiAlhS DEPARTMEhfT OF AGRtCULTUI^E 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

74-R-0128 1435 

FORM APPROVED 

OMB NO. 0579-0ro6 

L 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered vnth USDA, 
indude Tip Code) 

DIAGNOSTIC SYSTEMS LABS 

445 MEDICAL CENTER BLVD 

WEBSTER, TX 77598 
(281) 332-9678 

3. RkPOKTlNCp l-AClUT Y (List al locatjons where animais wore housed or used in actual research, testing, teaching, or experknentalion. or held for these puiposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAHONS^sa^s; 


See Attached Listing 


REPORT OF ANIMALS USED BY 

OR UNDER CONTROL OF RESEARCH FACILITY (Atta^additioaal sheets if necets9ry or use APHIS FK)RM7023A) | 

A. 

Animals Covered 

By The Animal 
welfare Regulafions 

B. Number of 
areals being 
bred, 

condftioned. or 
held for use in 

teaching, testina 

experiments, 
research, or 
surgery knjt not 
yet us^ for such 
purposes. 

C. Number of 
animafs upon 
which teaching, 
research, 
e)q>ariments. or 
te^were 
conducted 
involvngno 
pain, distress, or 
use of pain* 
relieving drugs. 

D. Number of animats i^on 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted nvoMng 
acoompanyinQ pain or 
distrass to the animais 
and for af^xopriate 

anesthetic; anal^ic, or 
banquflizhg drugs ware 
tisad. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
cocxfocled irivoMng accocnpariying pain or distress 
to the animats and for which the use of appropriate 
anesthetie,BrtaIgesic, or tranquHIzing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teacMr^ research, 
erfrerknents, surgery, or tests. (An explwatioti of 
tho procedures ptodudng pain or (Sstnss in these 
animais and the reasons such drugs a/ere not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(C 0 IS.C 4 - 

D^E) 

4. Dogs 






5. Cats 






6. Guinea Figs 






7. Hamsters 






8. Rabbits 

120 

28 

0 

0 

28 

9. Non-Human Flimates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 






GOATS 

200 

66 

0 

0 

66 

13. Other Animals 
























1 ASSURANCE STATEMENTS 



1) Professiooaqy aoccptabte standards govemino the cam, tn&atm wt, and u$e of animah, induda^ approp riat e use of anasttwtic. analgasic ; and tnanqufgino drugs, prior to, during, 
and fblo^mng actual rasearch, teaching, tesfing. surgery, or experimentatfon were tolkn^ by this research foc3fy. 


2) Each principsd In\ra5ti9atar has considered sKematives to painful procedures. 


3) This fadUty is adhering to the standards and regulations under the Act, and t has required that exceptions to the standards and legiiations be q^edfied and axplairNxI by the 
prhdpal investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A awnmtfy of aK the exccpiiorva Is attached to this annual report In 
addition to identifying the lAOUC-appcoved ewceptions, this summary includes a brief explanation of the wrceptions, as wal as the species and number of animals affected 

4) The attandmg veterinarian for this research fadlity has appropriate authorty to ensure the prowsion of ade^jate veterinary care and to oversee the adequacy of other 
aspeds of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFRCIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I cet% that the above is true, correct and compteta (7 U.S.C. Section 2143) 


SK 


lAL OFFICIAL 


I NAME & flTLE OF C£.0. OR INSTITUTIONAL OFFICIAL CTvoe orPrinf) 


DATE SIGNED 

11-29-041 


API 

(AUG 91) 


3 FORM 18-23 (Oct 88), which lx obxoid* 


PART 1 - HEADQUARTERS 


DtC - 1 2005 / 




This report is required by law (7 USC 2143). Failure to report according to the regulations can bee attached form for ^ Intpagency Report Control No.: 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 i additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 74_R-0133 

CUSTOMER NUMBER: 1362 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Quality Bioresources, Inc 

1015 N Austin St 

Seguin, TX 78155 

f ’ -• 


Telephone: (830) -372-4797 





1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


L^EPORT^F^NIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accomparTyir>g pain or 
distress to the animals an 
for which appmpriate 
anesthetic, analgesic, or 
tranquHizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 

4. Dogs 


S' 



r 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 




i 


12. Other Farm Animals 







1 

-i. 




13. Other Animals 

























IjISSURANCE^STATCHEI^ 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including apprc^riate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary In' 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



( AUG 91 ) 


lich is obsolete.) 


OCT 2 0 2005 
















This report is required by law (7 USC 2143). Faiiure to report according to the reguiations can 
resuit in an order to cease and desist and to be subject to penaities as provided for in Section 2i; 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


Sea attached form for ^ 
additional informationyr - ■ 


mm 




FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Institute Of Bioscience & Technolog^_ ^ 

2121 W Holcombe Blvd 

Houston, TX 77030 O 

^ CL 

Telephone: (713) -677-7452 ^ > 

dCo- 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additionai sheets If necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 

4 i.r.., (■ - /■' 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Weifare Reguiations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

4. Dogs 


5. Cats 

- 

6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 

- 

10. Sheep 

- 

11. Pigs 

- 

12 . 1 'ther Farm Animals 

- 



1 3. Other Animals 

- 








C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain<relj6ving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animeis an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repori 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 





ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese^ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in. 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legaily Responsible Institutional Official ) 


SIGNATURE OF 


I KIAMP A Tm P np <7 P n no ikiqtiti iTir\MAi nccmiAi / 


•'*TE SIGNED 

Izilo'i 


APHIS FORM 70: 
( AUG 91 ) 


NOV 2 3 2005 


















'C 


This report is required bylaw (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 ! 


See attached form for 
additiortal information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 74-R.0138 
CUSTOMER NUMBER; 1498 


FORM APPROVED 
0MB NO. 0579^)036 


Texas Agricultural Experiment Station 
Office Of Research Compliance 
Tamu 1186 

College Station, TX 1186 
Telephone: (979) -458-1467 



3. REPORTING FACIUTT ( List all locations «Aere animals were housed Of used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets If necessary ) 


FACILITY LOCATIONS ( Sites ) - See Alached Usilng 


I REPORT OF ANIMA LS USED BY OR UNDER C ONTROL OF RESEARCH^FACIUrYjAtgdiaddffional^h^teJfnacessarvorusa^APHlSFoi^^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Numbw of animal 
being bred, 
conditioned, or 
hdd tef use in 
teacfrir>g, testing, 
experiments, 
res^ch. or 
surgery but not y£ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
researdt, 
experiments, or 
tests ware 
conducted 
invol^g no pain, 
distress, or use a 
pain-relieving 
drugs. 

0 . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests w^e 
conducted invr^vir^ 
accompanying pain or 
distress to the animate an 
tor which aito^^date 
artestoetic, analgesic, or 
tranquiraing drugs were 
uMd. 

E. Number of animals uptM) whi^ leaching, experiments, 
research, surgery or tests were ccmducted Involving 
accompanying pain or distress to the animals and for wh 
toe use of appropriate anesthetic, analgesic, or tranquiiiz 
dn>gs would have adversely affected the procedures, res 
or interpretation of toa teaching, research, experiments, 
surgery, or tests. ( An explanation cf the procedures 
produt^g pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E ) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 






Deer 


13 



13 














I ASSURANCE STATEMENTS 

1) Professionally acceptable standards governing the care, treatmeni, and use of animals, including appropriate use of anestelic, analgesic, and tranqullisnng dnrgs. prior to, during, and following actual rese: 
teaching, testing, surgery, or experimentation were Wlowed by this research facility. 


2) Each prinetpa! investigator has considered alternatives to painful procedures. 

3) This faciifty is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and ragulatiofis be specified and explained by the prindpa! Investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the IACUC>approved 6xceptior«, this summary in. 
brief explarvation of tore exceptions, as well as the species and numbw" of animats affected. 


4) The attcntfng vetertoarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee toe adequacy of otoer aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Otfidai ) 


I KtAiJc jt rm ir r»c r c n np iwPTm tTtnNAi rjpPir:iAi / nr Print l 


DATE SIGNED 


///n I iS 


NOV 1 8 2005 

J 


) 



This report is required by iaw (7 USC 2143). Failure to report according to »'8 ^ „ 

^ult in an order to cease and desist and to be subject to penalties as provided for rn Section 2150 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

('TYPE OR PRINT) 


1. REGISTRATION NO. 
74-R-0140 


CUSTOMER NO. 
1601 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with uauA. 

include Zip Code) DIAGNOSTIC INTL INC 

541 5 LOST LANE 
SAN ANTONIO, TX 78238 



Animals Covered 
By The Animal 
Welfare Regulations 


animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing 
experiments, 
research, or 
surgery but not 
vet used for such 


I C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests svere 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranqulUang drugs were 


^TJSSberofanimal^pon which teaching. 

‘ experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgeslc. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expisnation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 

rAnrtrtS 


(Cols. C 
D + E) 



— - 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY 
(Chief Executive Officer or Legally Responsible 

I certify that the above I s true, correct, and complete (7 U.S.C. Sectlorijl43) 

I NAME «, p-n F np r. E.O. OR INSTITUTIONAL OFFICIAL (Type or Pnnt) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


DATE SIGNED 

10/06/2005 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 





FACILITY LOCATIONS ( Sites ) - See Ataclied Listing 


( REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 

I I I 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
• drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repoti 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 




1 


6. Guinea Pigs 






7, Hamsters 






8. Rabbits 






9. Non-human Primates 






10, Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 







ID 

/6 7 

V : 

Q _ 

/h7 ~ 











Jjph 

1 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual rese^ 
teaching, testing, surgery, or experimentation were followed by this research fadhly. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in^ 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


1 CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

' ' “f Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Type or Print ) 

DATE SIGNED 

Vt)2Ajp$. 


Tich is obsolete.) 



2 5 2005 








This report is reqc'irfc 7 law (7 USC 2143). Failure to report according to the regulations can ^ / 'V/ See attached torm tor Interagen^ Report Oontr^N^ > 

result in an order to c se and desist^andJo^^u^jecU^enaltiesa^provide^onn^ect!on^ 21 ^^-^^^^^^^^|^ 2 ^_^_^^^^i|i 2 []^^[]^^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 74_R-0148 

CUSTOMER NUMBER: 1603 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Prairie View A&M Univ 

Int'L Goat Research Ctr 

P. 0. Box 4079 

Prairie View, TX 77446 



Telephone: (936) -857-3926 

''•U 

1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A \ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D . Num ber of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
corxtucted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analge^c, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repotl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 


1 

1 




10. Sheep 






11. Pigs 







12. Other Farm Animals 












1 3. Other Animals 

























ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL i Type or Print ) 


hich is obsolete.) 


DATE SIGNED 

OCT 1 1 2005 

sooz I i ioo 















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subje^ to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for Interagency Report Control No 

ISO. additional Information. 0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Addmss, as registered with USDA, 
include Zip Code) 

MIDLAND COLLEGE 
3600 NORTH GARFIELD 
MIDLAND, TX 79705 


1. REGISTRATION NO. 

CUSTOMER NO. 

74-R-0149 

1604 


3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If necessary.) 


FACILITY LOCATIONSfs«ss 


MIDLAND, TX 79705 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaming, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and fOr which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anasthetlc,analgeslc, or tranquilizing drugs vmuld 
have adversely affected the procedures, results, or 
Interpretation ^the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
anknals and the reasons such drugs ware not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were follawed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be spedfled and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC), A surmnary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


10/19/2005 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for In Section 21 f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER; 

74-R-0151 

CUSTOMER NUMBER: 

1611 


Interagency Report Control No.: 




FORM APPROVED 
0MB NO. 0579.0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Cuero Community Hosp 
2550 N Esplanade 
Cuero, TX 77954 


Telephone: (361) -275-6191 


3. REPORTING FACILITY ( List ail locations virhere animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


B. Number of animal I C. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


4. £>ogs 

5. Cats 

6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yt 
used for sudi 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing datgs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repotl 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, inciuding apprc^riate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that excepficms to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary ini 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animat care and use. 


cir>#.iA'ri itac rMT r' iz rs imotiti iTir\kiAi 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TiTLE OF C E O. OR INSTITUTIONAL OFFICIAL f Tvne, nr Print I 


DATE SIGNED 


//' /So 


■ 


isoiete.) 



















This report Is required by law (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side for 
additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
74-R-0156 


CUSTOMER NO. 
1640 


Interagency Report Control No 
0180>OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Ad&ess, as registered with USDA, 
include Z$> Code) 

166 BRUSHY CREEK TR 
HUTTO, TX 78634 


3. REPORTING FACILITY (Ust all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs^s 


VETERINARY CLINICAL RESOURCES 
HUTTO. TX 78634 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets ff necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invdwng no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
dis^^s to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or teste were 
conducted involving accompan^ng pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^the teaming, research, 
experiments, surgery, or teste. (An e)d)ianation of 
the procedures producing pain or distnss in these 
animals and the reasons such drugs were not used 
must be attached to this repwt) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D*E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and fbliwing actual research, teaching, testing, surgery, or experimentation were followed by 9iis research tediity. 

2) Each prindpal Investigator has considered alternatives to painful procedures. 

3) This tecility is adhering to tee standards and regulations under tee Act, and it has required teat exceptions to tee standards and regulations be spedfied and explained by the 
prindpal investigator and approved by tee Institutional Animal Care and Use Committee (lACUC). A summaiy of all the excepUons la attached to this annual report. In 
addition to identifying tee lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure tee provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaily Responsibie institutionai officiai) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


I SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) [DATE 


I DATE SIGNED 

11/28/2005 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 































APHIS Form 7023 Additional Reported Sites 


The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the faciiity solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 74-R-0156 

Customer Number: 1640 

Facility: 

166 BRUSHY CREEK TR 
HUTTO, TX 78634 


VCR MAnor Rabbit Bam 
14815 Johnson Trail 
Manor TX 78663 

(this location has been previously reported to USDA/APHIS and is regularly inspected) 



result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


I information. C 


1. CERTIFICATE NUMBER: 

74-R-0157 

CUSTOMER NUMBER; 

1645 


FORM APPROVED 
0MB NO. 0579-0036 



3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites )- seFm3crrea-H5tfng- Brooks GLty-Base Bldg. 1004 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 

7. Hamsters 

8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


D . Number of animals upon 
which experiments, 
teaching, resean^, 
surgery, or tests were 
conducted invc^ving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distr^s to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this reporl 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 



I 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to during and following actual resej 
teaching, testing, surgery, or experimentation were followed by thic rocearch facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ape 

Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions this summary in. 
brief explanation of the exceptions, as well as the species and number of animals affected. ’ 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


)e or Print ) 


DATE SIGNED 


APHIS FORM 
( AUG 91 ) 


OCT 1 7 2005 










This report is required by law (7 use 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN y ^ ^ 0 ^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

74-R-0158 1712 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

VACCICEL INC 

PO BOX 847 

BELTON, TX 76513 
(254)939-7778 ',1* 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach addft(di3ii[ 

sheets if necessary.) * « . g, 


FACILITY LOCATIONSfSffes; 


See Attached Listing 

10848 Brewer Rd. Salado, TX 76571 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adrmionat sheets if necessary or use APHIS FORM 7023A ) \ 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accomp^ying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teadiing, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were nc i used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D*E) 

4. Dogs 


29 

0 

0 

29 

5. Cats 


6 

0 

0 

fS 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 , Pigs 






12. Other Farm Animais 












13. Other Animals 
























ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act, and it has required that exceptbns to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explar^tion of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
"'■-'ef Executive Officer or Legally Responsible Institutional official) 

certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


C 

FICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 




28SEP05 


APHIS FORM 7023 (Replaces vs FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 



This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

r^ult In an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 74-R-01 59 1718 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF INCARNATE WORD 

4301 BROADWAY 

SAN ANTONIO, TX 78209-6318 


3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If necessary.) 


FACILITY LOCATIONSfaUss 


./UNIVERSITY OF INCARNATE WORD 
SAN ANTONIO, TX 78209-6318 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets f necessary or use APHIS FORM 70234 ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relievina dru 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing dmgs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
aneslhetic,analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanathn of 
the procedures producing pain or distress In these 
anknals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A sumtnaiy of all the exceptions Is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian fOr this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/09/2005 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 






























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 


See attached form fo 
additional Informal! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 74-R-0161 
CUSTOMER NUMBER: -j 752 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


Equitech-Bio, Inc. 
512 Cotton Gin Lane 
Kerrville, TX 78028 


COPv c 


Telephone; (830) -257-0005 






3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


300 Farm Peterson Rd 
Kerrville, TX 78028 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animats and the reasc 
such drugs were not used must be attached to this repoti 


TOTAL NUMBER 
OF ANIMALS 


{ COLUMNS 
C + D + E) 


4. Dogs 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rase: 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in. 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


I 


10-24-03 


1-23 (OCT 88), which is obsolete.) 


OCT 2 7 2005 


(AUG 91 ) 












FACILITY LOCATIONS ( Stes ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A \ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o* 
pain-relieving 
drugs. 

D. Number of animais upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to ^e animais an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animais upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to ttie animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiltz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or disb'ess in these animals and the reasc 
such dnjgs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

o 

o 

o 

o 

o 

5. Cats 

0 

0 

O 

0 

0 

6. Guinea Pigs 

o 

O 

0 

0 

0 

7. Hamsters 

o 

0 

o 

6 

o 

8. Rabbits 

5 

2_) 

o 

o 

2. 1 

9. Non-human Primates 

o 

0 

0 

0 

o 

10. Sheep 

o 

0 

o 

(9 

D 

11. Pigs 

o 

0 

o 

o 

0 

12. Other Farm Animais 

o 

0 

o 

o 

o 







13. Other Animais 

0 

0 

0 

0 

o 




















IjASSURANCE^STATCMENTC 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the prindpal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary fn> 
brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print } I DATE SIGNp 



CT 88), which is obsolete.) 


DEC - 1 2005 y 


















This report is required by law {7 USC 21 43). Failure to report according to the regulations can attached form for £ Intei^gency Report Control No.: ^ 

resutUr^nordeMoceas^nd^esis^n^^esu^jecU^enaltie^^rwide^onr^edior^l^^^^^^^^^^^^^^^^^^^^^^i^ll^^lll^^ll^^^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 74-R-0167 

CUSTOMER NUMBER: -1821 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Probetex, Inc. 

16419 Pemcanyon 

San Antonio, TX 78240 



Telephone; (210) -690-3830 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( SHes ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 

I ' ■ . 1 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no pain, 
distress, or use o* 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted invcriving 
accompanying p^n or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, researdn, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and ttie reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 

0 

O 

O 


0 

11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in* 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


KIAIl4P S. Tin C nc r P n hr IWQTtri ITIHNAI nPPiniAl / Ti/dp nr Print \ 


:h Is obsolete.) 


DATE SIGNED 




NO'’ 0 : 2005 


















This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result In an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 74-R.0171 11479 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name andAMress, as registered with USDA, 
inciude Zip Code) 

TEXAS A & M UNIVERSITY HEALTH SCIENCE CENTER 
2401 SOUTH 31 ST STREET 
TEMPLE, TX 76508 


3. REPORTING FACILITY (Ust all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs4es 


TAMU HSC 

COLLEGE STATION, TX 77843 


TEXAS A & M HSC 
TEMPLE, TX 76508 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaming. 

F. 

animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


bred. 

which teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

conditioned, or 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

held for use in 

experiments, or 

conducted involving 

anesth6tic.analgesic. or tranquilizing drugs would 


teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C 

experiments, 

conducted 

distress to the animals 

Interpretation me teaching, research, 

D’f'E) 

research, or 

Involving no 

and for whi^ appropriate 

experiments, surgery, or tests. (An explanatton of 

surgery but not 

pain, distress, or 

anestf^etic, analgesic, or 

the procedures producing pain or distress in these 


yet us^ for such 

use of pain- 

tranquilizing drugs were 

animais and the reasons such drugs were not used 


purposes. 

relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropdate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act, and It has requlrad that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E,0, OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which It obsolete 


DATE SIGNED 

11/22/2005 


PART 1 - HEADQUARTERS 






























This report is required by law (7 USC 2143). Failure to report according to the regulations can 

desist and to be subject to penalties as provided for In Section 21 f 


See attached form for 


Interagency Report Control No.^ 


1. CERTIFICATE NUMBER: 74-R.0172 ^ 
CUSTOMER NUMBER: 7800 

FORM APPROVED 

0MB NO. 05794)036 

Zoocats, Inc. 


Zoo Dynamics 


1781 River Oak 


Kaufman, TX 75142 


Telephone: (406) -868-2155 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 




YOUR 




i purposes. Attach additional sheets if necessary ) 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 

REPORT OF ANIMAL S USED BY OR UNDER CONTROL O^ ESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
heid for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
. involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, researr^. 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repori 

1 ^ 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 

1 


1 



— 

8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 






1 2. Other Farm Animals 













13. Other Animals 

SGiger 02 

















ASSURANCE STATEMENTS 







’’ .“e1rg“sl':ge^^^ - ^'-estetlc, analgesic, and tranquillzlng drugs, pnorto, during, and following actual rese, 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as weil as the species and nuX of an^L aS '^CUC-approved exceptions, this summary in 

4) The attending veterinarian for this research facil ity has appropriate authority to ensure the provi^on of adequate veterlna^ care and to ove.ee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsoleteT 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 


DATE SIGNED 

llUliJs 


NOV 1 4 2005 





JO^ 


This report is required by law (7 USC 2143). Failure to report according to the regulations can attached form for y Interagency Report Control No.: 

result in an order to cease and desist and to be subject to penalties as provided for in Secttmi^li L^-llS. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 . CERTIFICATE NUMBER: 74_R_0 1 73 

CUSTOMER NUMBER: 5404 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

P, 0. Box 13831 

Odessa, TX 79768 



T elephone: (432) -528-1 985 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Stes ) - See Atached Listing 


[ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A \ 

. ■ ™ I n il II 


A. 

Animats Covered 

By The Animal 
Welfare Regulations 

i 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, pr 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relie'iring 
drugs. 

D. Number of animals upon 

M4)ich experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
aax>mpan^ng pain or 
distress to the animals an 
f(x wNch appropriate 
ar^esthetic, analgesic, or 
tranquiiisng drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, resean^, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBEF 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 


I 




8. Rabbits 


! 




9. Non-human Primates 






10. Sheep 






11. Pigs 



3 

0 


1 2, ether Farm Animals 






(jOah> 



iH 

O 

_t3 

13. Other Animals 










I 











\ 




j^^ASSURANCESTATEMET^ 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal Investigator and ap, 
Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary Ir 
brief explanation of the exceptions, as well as fiie species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE 


0 TiTj c r\c n c n r\D iMCxm iTinwA* nncir'iAi ^ Type Or Print ) 

DATE SIGNED 


APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 

(AUG 91 ) 



FACILITY LOCATIONS ( SIfes ) - See Atached Listing 


( REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILIPiT ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 

" I I I I 11 I HH II W I 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B, Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


o 

0 

0 

<3 

5. Cats 

0 

o 


o 


6. Guinea Pigs 

jj/a ^ . 





7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 

uIa 





1 2. Other Farm Animais 









i 



13. Other Animais 

kjIa 
























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual resa 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 



SEP 2 2 2005 ^ 














This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21f 

See attached form for 
additional information. 

Interagenw^^or^ontrol 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 74-R-0177 

CUSTOMER NUMBER: 18136 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) ■ 

Mclennan Community College 

1400 College Drive 

Waco.TX 76708 



Telephone: (254) -299-0784 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITV LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y6 
used for such 
purposes. 

4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 

^ 

8. Rabbits 

— 

9. Non-human Primates 


10. Sheep 

-o 



C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments, 

F. 

animals upon 

which experiments, 

research, surgery or tests were conducted involving 


which teaching, 

teaching, research. 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 
OF ANIMALS 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

experiments, or | 

conducted involving 

drugs would have adversely affected the procedures, res 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments, 

( COLUMNS 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 

involving no pain, 

for which apprc^riate 

producing pain or distress in these animals and the reasc 

C+D+E) 

distress, or use o' 

anesthetic, analgesic, or 

such drugs were not used must be attached to this repon 

pain-relieving 

tranquili^ng drugs were 



drugs. 

used. 









^ ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 


teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptioris is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in- 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAMP A Tm F np r P r> or JNSTITI ITinWAi nPFir.lAI l T\/no nr Print I 


B8), which is obsolete.) 


DATE SIGNED 


NOV 1 8 2005 
















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21f 


See attached form for 
additional information. 




4n^ragencv Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 74-R-0179 ^ 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

0MB NO. 0579-0036 

copy FOR YOUR 

CUSTOMER NUMBER: 24484 


mF(!R.f«TI0N 




Global Genetics And Biologicals 

4?^ 

ANNUAL REPORT OF RESEARCH FACILITY 

4011 S H 47 


(TYPE OR PRINT) 

Bryan, TX 77807 

Telephone: (979) -822-4000 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessarv or use APHIS Form 7023A \ 


D . Number of animals upcm 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanyirtg pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repori 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
3cutive Officer or Legally Resp)onsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL { Type or Print ) 


DATE SIGNED 




(AUG 91 ) 


FEB - 6 















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21t 

See attached form for 
additional information. 

Interagency ReportTTontrol No.: 

/ / P-fiS- 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 74-R-0181 

CUSTOMER NUMBER: 25977 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Bioo Scientific Co. 

8105 Copano Drive 

Austin, TX 78749 



Telephone: (512) -292-6409 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testirig, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sit^ ) - See Atached Listing 


\ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets rf necessary or use APHIS Form 7023^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animals upcMi 
which experiments, 
teaching, research, 
surgery, or tests w«^ 
conducted Invcdving 
accompanying pain or 
distress to the animals an 
for which approbate 
anesthetic, analgesic, or 
tranquilizing dnjgs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

lo 




6 

9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












1 3. Other Animals 

























I ASSURANCE STATEMENTS 


1 } Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese.- 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that excepUons to the standards and regulations be specified and explained by the principal investigator and app 
institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary ini 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAMF A TiTi P r^F n F n or iNSTmmnNAi offip.ial (Type or Print) 

DATE SIGNED 

1 (OCT 88). which is obsolete.) 

NOV 

1 8 2005 























y use SMS], Failure to report nccord-ng to the rogubtior^s can 

f'O anc r; 05 isi and to be subject to pennitics as provided for In Section 21 


See attached forn-, for 
additional information. 


Inieraoency Repen Control No • / 


//- -/PS- 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLtTNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 74-F-0002 
CUSTOMER NUMBER: 1429 


U S Army Med Dept CNTR/SCHL 
Vet Science Division, Attn: Mccs-Hv 
2250 Stanley Rd 
Fort Sam Houston, TX 78234 

Telephone: (210) -221-8822 


FORM approved 
0MB NO 057S-OQ36 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Alached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach adrlitional sheets if necessarv or use APHIS Form 7023A 1 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

I 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o- 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wi- 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E ) 

4. Dogs 

0 

0 

54 

0 

54 

5. Cats 

Q 

0 

26 

0 

26 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

S. Rabbits 

0 

6 

0 

0 

6 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11, Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 


0 

0 

Goats 

0 

0 

224 

0 

224 

13. Other Animals 

0 

0 

0 

0 

0 

Horses 

0 

24 

0 

0 

24 

Mice 

0 

40 

0 

0 

40 

Rats 

0 

20 

0 

0 

20 


I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese. 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. • 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN/ 

I NAME & TITLE OF C.E.O. OR INSTITUTiONAL OFFICIAL f Type or Print ) 

DATE SIGNED 

/'GS-ilS 

obsolete.) 



NOV 2 8 2005 











. - J ..V .a.on3,..^a^ 

united states department of agriculture I certificate number: 74-F-0003 

animal and plant health inspection service I CUSTOMER NUMBER: ■\ 386 


ANNUAL REPORT OF RESEARCH FACILITY 

( type or print ) 


FORM APPROVED 
0MB NO, 0579-0036 


Wilford Hall U S A F Med Ctr 



Whme/Rd 



1255 Wilford Hall Loop 

C": ■ 


Lackland Afb, TX 78236 

V L 


Telephone: (210) -292-7141 




^SSS^SSS=SSS:SSSSSSSSSSS=SS^^---- . „ experimenlation, or held for these purposes. Attsch additional sheets if necessary ) 

REPORTING facility ( List all locations where aiiliiwls were housed or ueed in ect. . . 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


^^^T^^i^SED BY OR UNDER CONTf^OL OF RESEARCH FAC ILITY f Attach add.tlona. sheets if necessary or^ ^ H.S Form 70^ > 

■ I r, K, K Ic Number Of D. Number of animals upon E. Number of animals upon which teaching experiments, 

A. B. Number erf animal C. N^berof which experiments, research, surgery or tests were conducted involving 

being bred, teachino research accompanying pain or distrsss to the animals and for wh 

cond^oned, or surgery or tests wire the use of appropriate anes helic, analgesic, or tranquiliz 

Animals Covered held for use in r^earen conduaeO involving drugs would have adverselv affected the procedures, res 

ByTheAnimal teaching, toting, rc^mpSt^nV or interpretation of the leaching, research, experiments, 

Welfare Regulations experiments, tests were distress to the animals an surgery, or tests. ( An expliinaiion of the procedures 

research, or , (or which aDoroonate producing pain or distress in these animals and the reast 

Z^ or useo- anesthetlc^naigesic, or such drugs were not used must be attached to this repon 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but nol ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invol\nng no pain, 
distress, or use a 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests svere 
conducted involving 
accompanying pain w 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
I tranquilizing drugs were 

I used. 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



ASSURANCE STATEMENTS 


SdUKANUC a I M I emen i 

1) Professiohally acceptable standards gevoming the care, treatment, and u se of ariimals, including appropriate use of anestetic, analgesic, and trehq rflizing dregs, prior to, during, and following actual rese, 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures, 

.T ^ . Ts • vrfF. ■ i iKo .*.nH«rH<=«nrirPouiatiDns under the Act and it has required that exceptions to the standards and regulations be specifted and explained by the prindDal investigator and apf 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The atteridihg veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary oare and to oversee the adequaoy of ether aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SI(5NATURE OF C.E.O. OK INSTITUTIONAL OFFICIAL 


, xm r= rur r- p m nn irj.STiTi iTinNAL OFFICIAL / Tvoe or Print ) 


DATE SIGNtU 

/y'acres 


ete.) 








This report is required by law (7 USC 2143). Failure to report according to the regulations can 
resuit in aA order to cease and desist and to be subject to penalties as provided for in Section 2lf 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See atta^ed form for 
additional information. 


1. CERTIFICATE NUMBER: 74-p-( 
CUSTOMER NUMBER: -1 434 


U S D A, A R S, Knipling - Bushland 
U S Livestock Insects Research Lab 
2700 Fredericksburg Road 
Kerrville. TX 78029 


Interagency Report Control No.; 


FORM APPROVED 
llllij) OMB NO. 0579-0036 


Telephone 


: ( 11 ^-: 


■257-3566 


3; REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or expehmentalion, or held lor these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sties ) - See Alached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF FIESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A 1 


Be Number of animal I C. Number of 


Animats Covered 
By The Animal 
welfare Regulationa 


beirtg bred, 
conditioned, or 
held for use in 
teaching, testing, 
expariments, 
research, or 
surgery but not yc 
used for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invoivtng no pain, 
distress, or use cr 
pain-relieving 
drugs. 


D. Number of animals upon 
v^iich experiments, 
taach^, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to b^s animals an 
for which appropriate 
anesthetic, analgesic, or 
tranqujllzir>g drugs were 


E. Number of animals upon which teaching, experimenta, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures < 

producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D-fE) 



9. Non-human Primates 


Farm animals used at this 


facility are involved in studies 


to increase animal productio 




ASSURANCE STATEMENTS 


1 ) Profssslonaliy acceptable standards governing the care, treatment, and use of animals, tndudirig appropriate use of anestetic. analgesic, and tranquilidng drugs, prior to, during, and following actuai resa 
teaching, testing, surgery, or experimer^tion were followed by this research fadlily. 

2) Each principal investigator has considered ahemahves to painful procedures. 

3) This fadHty is adhering to tne standards and regulations under the Ad, and it has required that ewopbons to the standards and reguiallons be specified and explained by the principal investigator and app 
InstiUilionaJ Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to ihb annual report Jn addition to identifying the lACUC-approved exceptions, this summary in- 
brie# explanation ^the exceptions, as wall as the spedes and number of animals affeded. 

4) The attending veterinarian for this research facility has appropriate authortly to ensure the provision of adequate velerinary care and to oversee the adequacy of other aspeds of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFRCIAL 
( Chief Executive Officer or Legally Responsible Institutionai Official ) 


NAME & TITLE OF C,E.O. 0 





























This report is required by law (7 DSC 21 43). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


See attached form for 
additional information. 


Interagency Report Control No.:. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 74-F-0005 
CUSTOMER NUMBER: 1430 


FORM APPROVED 
0MB NO. 0579-0036 


Brooke Army Med Center 
Commander 

3851 Roger Brooke Drive 
Fort Sam Houston, TX 78234 

Telephone: (210) -916-1264 




i 

'■ \ 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expenmenlation, or held for these purposes. Attach additional sheets if necessary ) 


FACILIPt' LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023~ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no pain, 
distress, or use O' 
patn-reiieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted invdving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, ortranquiilz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

-0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

n 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep. 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 






Goats 

0 

0 

0 

0 

0 

13. Other Animals 






Non-r emulated 






Mice 

0 

0 

0 

0 

0 

Rats 

0 

0 

0 

0 

0 


j ASSURANCE STATEMENTS 


1) Professionaliy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annua! report. In addition to identifying the lACUC-approved exceptions, this summary io' 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



- 

- 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SK 




NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL { Type or Print ) 

DATE SIGNED 






30 Nov 0 


API- 38). which is obsolete.) 


y 

SfC - 6 2005 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side for 
additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
74-F-0006 


CUSTOMER NO. 
1369 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579.0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

WM. BEAUMONT ARMY MED CTR 
BIOLOGICAL RESEARCH SERVICE 
BLDG 7776 
EL PASO, TX 79920 


3. REPORTING FACILfTY (List all locaHons where animals were housed or used in actual research, tesbng, teaching, or experimentation, or held for these purposes. Attach addlUonal 
sheets If necessary.) 


FACILITY LOCATIONSfsaISS 


WM BEAUMONT ARMY MED CTR 
EL PASO, TX 79920 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILfTY (Attach addibnal sheets f necessary or use APHIS FORM 7023A ) 


B. Number of C. Number of 

animals being animals upon 

Animals Covered bred, vvhich teaching. 

By The Animal conditioned, or research. 

Welfare Regulations held for use In experiments, or 


teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


tests were 
conducted 
involving no 
pain, distress, or 
use of paln- 
relievino d 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs ware 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetlc,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produchg pain or distress In these 
animals end the reasons such dugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 



Mice 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatmenL and use of animals. Including appropnate use of anesthebc, analgesic, and tranquilizing drugs, prior to, dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the AcL and It has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A aummaiy of all the exceptions Is attached to thto annual report. In 
addition to Identifying the lACUOapproved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above Is true, correct, and complete (7 U.S.C. Section 21 43) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

10/28/2005 



(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 











































I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A ) 

— I n il— 


A. 

B. Number of animal 

C. Number of 

D. Number of ar^imals upon 

E. Number of animals upon which teaching, experiments. 

F. 


b»ng bred. 

animals upon 

which experiments, 

research, surgery or tests conducted involsring 



conditioned, or 

which teaching, 

teaching, research. 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 
OF ANIMALS 

Animals Covmvd 

h^d for use In 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiiiz 

By The Animal 

teaching, testing, 

experiments, or 

conducted in^ving 

drugs would have adversely affected the procedures, res 

vVelfare Regulations 

experiments. 

tests were 

accompanyir^ pain or 

or Interpretation of the teaching, research, experiments. 

( COLUMNS 


researdt, or 

«>nducted 

distress to tfte animals an 

surg&y, or tests. ( An explanation of the procedures 


surgery but not yc 

involving no pain, 

for which appropriate 

producing pain or distress in these animals and the reasc 

C+D+E) 


used for such 

distress, or use a 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 


purposes. 

pain-relieving 

tranquiiizing drugs were 




drugs. 

used. 





1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation w^e followed by this research facility. 


2) Each principal investigator has considered alt^atlves to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap;: 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4] The attending veterinarian for this research facility has appropriate authority to ensure the proviskx) of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
ive Officer or Legally Responsible Institutional Official ) 

SIGNATUF 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print } 

DATE SIGNED 

APHIS FOR 
(AUG! 

Diete.) 

HOV 

I 8 2005 






























mieragency rsepon uonrrot no.: 


ims repon is requireo oy law uau iiiAdj. failure to repoa accoroing to me regulations can 
. result in an order to cease and desist and to be subject to penalties as provided for in Secdon 21f 

ocse diMCtieu iuiim lui 

additional Information. 

mieragency rsepon uonrroi no.: 

UNITED STATES DEPARTMEMT OF AGRtCULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 74-F-0014 

CUSTOMER NUMBER: 334 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

NOV '’C-2005 

( TYPE OR PRINT ) 

College Station, TX 77845 



Telephone: (979) -260-9262 



1^' f *'* locations whera animals were housed or used in actual reatarcfi, leslina. ot «xpet1itienlalion. of held for masa puiposM. Attach additional sh««ts if necessar^ 


FACILITY LOCATIOhlS ( Sites ) - See Atached Listing 


I REPORT 


OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A \ 


A. 

Animals Covered 

By The Antonel 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use In 
teaching, testing, 
ttipenments. 
research, or 
surgery but not yi 
used such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pairt. 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, ras^rch, 
surgery, or tests were 
conducted irtvoivirtg 
accompartytng pain or 
dUtresa m the artimais an 
for which appropriate 
anesthebe, analgesic, or 
tranquilzmg drugs were 
used. 

E. Number of animsis upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanymij pain or distress to the animais and for wh 
me use of appropriate anasthebc. analgesic, or tranquiBz 
drugs would have adversely affected the procedurea. res 
or interpretation of me teactvng. research, experiments, 
surgery, or tests. ( An expianalion of the procedures 
produdrtg pain or distress in these animals and the raasc 
such drugs were not used must be attached to this repon 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4 . Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsteis 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Noivhuman Primates 

0 

0 

0 

0 

0 

10. Sheep 


0 

n 

n 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 

0 

0 

0 

0 

0 

















' 



ASSURANCE STATEMENTS 


’’ *'* f™' «« o' •nimals, including sppropnete use of enesleHc. analgesic, and tranquiUng drugs, ptiof to. during, and following actual rase 

teaching, testing, surgery, or expenmentalion ware followed by this research laciWy. • - a, ■» 

2) Each pdodpal invasligator has considered alternatives to painful procedures. 

^ sdh wng to the slan^rds and regulaUons under the Act, end It has required that exceptions to the standards and regulations be spedlied and explained by the principal Investigator and ape 
‘^"2“ lACUC). A .umn»ry o# all such excepdon. I. ahached to 0.1. annual report, fo addition fo Sylng the IaSuC^X* e^pto^h su" 
bnef explanation of tho exertions, as well as the speaes and nombef of animals affected. 

4) the atlehding velerinanan for this research fadlily has appropriate authority to ensure the provision of edsquate velerinary care and to ovwaea the adequacy of other aspects of animal care and usa. 


CERTIRCATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TtTLE 01 


Type or Print) 


( AUG 91 ) 


I, which is obsolete.) 


DATE SIGNED 

jifel' 

























































■ NOV 3,2(i5j 


Tht* report \» required by law (7 USC 21 43) Failure to report a«»flSlng to 

result In an order to ceasa and desist and to be subject to penaltes as provided ter In Section 21 50 


Set reverse side for 
additlonalinformation 


UMTSO STATES OEPARTweVT OP AGRICULTURE 
ANIMAL AND PLANT H6ALTVC INSPECTION SERVICE 


t REGISTRATION NO . 


interagency Report Control No 
0180.DOA-AN 


FORM APPROVED 
OMB NO. OSTO-OOSa 


ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 


2. HEAOQUAR1SRS RESEARCH FACILITY (Name and Address, sa refflstamd with U80A 
ineluda ap Cede) 

Southern Plains Area 

7607 Eastmark Drive, Suite 230 

College Station, TX 77840 


3. RSPORT1NO FACILITY (U.i >11 loc«on. wft.r. .nim«l. hou— d or uMd M •otul nMitfi. Mlina. LKtilnu, or «(p«1m.nl.tlon. or hold tor ttwoo puipo«o. Attaon oddieonol 

■neats If neceseery.) 


Southern Plains Range Research Station 1 2000 18th S treet. Woo 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (ABon. NOIIBoral NIMH It nmcmt^ or up. APHIS FORM 7023AI 


E. Number of enimete upon wNen leereilrta 


Animats cevered 
By Tire Anlme 
Welfare Reguletiens 


B.Nuniner o< 
emmata tMtng 


hetd fbruee in 
laaching. testlr^]. 
experiments, 
reseer eh . or 
curgery but rtot 
yetuasd forsueb 


C. Number of 
snimals upon 
wnkn leecMng. 
reseereh. 
expertmenta, or 


Involving no 
pain, distraea. oi 
uee of pain* 
reltevfna drugs. 


O. Number of animate upon ^ ^ ^ 

which « 0 »rtn»nl., «d-d^, or 

laai-nna jaisMLti cor>duclad Involving eccompanylng pain or dWresa 

«,hW. orl..t.w.,. 1. Ih. .hlm.1. ..d te r which Iho c of N,oh.prl... 

conduced MvoNIna .i—lhMM. o r W hRuPlz^ drug. ^ 

«»«hpwwln«p.inor h*« wNwoM, P»e«k«.. lowdU. or 

dIol/OM to «w animolo InloiprotMlon of Iho toochfna. rocoarch. 

and for widen MNiropdala -.pwln-nM. ourw^ «..•A 

anaMhaOc..nalaaNo.or fh. proc«f«a prodoef no Rafl.^ dlNraao M lho» 


auigary. or tests were 
conduetsd Involving 
eeeompenyino pain or 
dialresa to me onimala 


bar>quilizino drugs ware 


en/mefs and me reesona aweb drugs aare not used 
must be attoehod M tMm report) 


TOTALNO 
OP ANIMALS 


(Cola. C •< 

D*B) 



1t Proreealor^allyaeeaplable stenderds governing the cars, tresiment. and use of enimels Includmg approprlele use of aneathetie. analgasle. and trenquilizing drugs, prior to. during 
and foHewing actual reaaarcn. teeohirfg. tasting, surgery, or experimentation were tollewed by this researen faeUlty 


2) Ee^prlnolpel iovesHgator he* considered altemadvea to painfiS proeedures. 

31 Thia facimy la adharlm W lha clandarda and ragulaOon. undar n,a AcL and H naa raguOad mat axcaplonc lo m. alandarda and ragulallonc ba epaomad and axplalnad oy tna 
principal It^allgalor and appmvad by tna Inatlwtlonal Animal Cara and Uca CemmMaa (lACUC) A •ummaryaf ab auah aKaapUena la atlaahad la thIa annual rapart-ln 
addHInn lo IdanllMno lha lAOUC^aoproyad ancapllona. mlc uanmary Inckida. a briar awlanalloo of lha axcapbona. a, wall aa lha apacla. and numbar a( anbnala adacHd. 

4) Tha aSandlng valarlrwlaryor Ihla raaaarcn faculty hac appraprtala atimodtr to onaura lha pnrvlaloii of adaguala yatadnaty cara and to ovaraaa lha adaquaey of olhof aapacte ol 
anJmM core and use. 





















1 nis report is required oy law (r UtiU haiiure to report according to the regulations can 

result in an order to cease and desi^ and to be subject lo penalties as provided for In Section 21! 

Sea attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIRCATH NUMBER: 74.F^023 

CUSTOMER NUMBER: I 540 NOV 

FORM APPROVED 

0MB NO. 0579-0036 

:'C0: 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Usda-Ars So. Plains Area tISDA ARS SPA 

7607 Eastmark Dr.Suite 230 

„ „ ’ 7 _ 7207 W. Cheyenne St 

College Stahon, TX 77840 El Reno, Oklahoma 73036 


Telephone: (806) -356-5745 



Attad^dditiona^hea^fp*^^ 


FACILITY LOCATIONS ( Sitfts } - See Atacfted Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Fonn 7023A \ 


A. B. Number of animal 


Animals Covered 
By The Animal 
Welfare Regul^ions 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
exoeriments, 
research, or 
surgery but not y« 
used for such 
purposes. 


C. Number of 

0. Number of animats upon 

E. Number of animals upon which leaching, axperrments. 

animals upon 

which expenments. 

research, surgery or tests were conducted involving 

which teaching. 

taaching. research. 

accompenying pain or distress to the animals and for wh 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiiiz 

experiments, or 

conducted irtvotving 

dnjgs would have adversely affected the procedures, res 

tests were 

accompenying pain or 

or interpreietion of the teaching, research, experiments, 

eoTKlucted 

distress to the enxnals an 

surgery, or tests. ( An explanation of tha procedures 

involving no pain. 

for which appropriate 

producing pain or distress in these animals and the reasc 

distress, or use a 

anesthetic, analgesic, or 

such drugs were not used must be attached to this repon 

pain-reliewig 

drugs. 

tranquilizing dnjgs were 
used. 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1 ) Professionally acceplable standards governing tha care, treaimenl. and use at animals, including appropiiaie use o( anestelic. analgesic, and tranquiHzing drugs, prior to, dunng, and following actual resai 
teaching, leating, surgery, or axperimentapon were followed by Ibis researcb facility. 

2) Each principal investigator has considered allemalives lo painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regutations ba specified and explained by the principal investigator and apt 
Institutional Animal Care and Use Committee (lACUC). A sununary of all such exceptions is attached to this annual report. In addition lo Identifying the lACUC-approved axceotions, this summary irv 
bnef explanation of the exceptions, as well as the soeaes and number of entmels affected. 

4) The attending veiennanan for this research facility has appropriate authority lo ensure the provision of adequate veiennery care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Offidal ) 


NAME 4 TITLE OF C.E.O. 


DATE SIGNED 

ii/iv/ns' 



















This report is required by law (7 USC 2143). Fellure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for in Secban 2 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


1. REGiSTRATtON NO. 

CUSTOMER NO. 

74-V-0008 

1371 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
Include Zi> Code) 

DALLAS VAMC 

4500 S. LANCASTER RD. 

C/OVMO(151C) 

DALLAS, TX 75216 


3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATTONSfairas. 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets f necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dru 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the enimals and for which the use of appropriate 
anesthetlc,analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
anknals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropnate use of anesthetic, analgesic, and tranquilizing drugs, prior to, dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the AcL and It has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summaiy of all the exceptions Is attached to this annual report. In 
addition to Identifying the lACUC-approved excepUons, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, conrecL and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 

)0n2l2Q05 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 























APHIS Form 7023 Additional Reported Sites 

The following additional sites have been reported by the feciiity. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 74-V-0008 

Customer Number: 1371 

Facility: DALLAS VAMC 

4500 S. LANCASTER RD. 
C/OVMO(151C) 
DALLAS, TX 75216 


Dallas VAMC 

4500 S. Lancaster Rd, Bldg 43 
Dallas, TX 75216 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

74-V-0009 


CUSTOMER NO. 

1372 


Interagency Report Control No 
01 80-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as reg^itered with USDA, 
indude Zip Code) 

AUDIE L. MURPHY VAMC (671 ) 

7400 MERTON MINTER BLVD. 

SAN ANTONIO, TX 78284 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, tesbng, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If necessary.) 


FACILITY LOCATIONSrsHes 


DEPT OF VETERAN AFFAIRS CENTRAL OFFICE 
SAN ANTONIO, TX 78284 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets f necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of paln- 
reiievlng dnjgs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetlc,analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation M the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress In these 
animds and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were fOllowsd by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the AcL and It has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A tumnary of all the exceptlona la attached to this annual report In 
addition to Identifying the lACUC-epproved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequete veterinary care and to ov«see the adequacy of other 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above Is true, correcL and complete (7 U.S.C. Section 21 43) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

- — 1 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 

11/01/2005 



(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolste 


PART 1 - HEADQUARTERS 


























